AMENDMENT NO. 1 JANUARY 2023 
TO 


IS 2556 (PART 6) : 2021 VITREOUS CHINA SANITARY APPLIANCES — 
SPECIFICATION 


PART 6 SPECIFIC REQUIREMENTS OF URINALS AND PARTITION PLATES 


( Fifth Revision ) 


(Page 11, clause 7.1.1, lines 3, 4 and 5) — Substitute ‘an integral flushing open rim or a box rim with 
minimum 12 holes well distributed in the box rim to ensure satisfactory flushing’ for ‘an integral flushing box rim 
with minimum 12 holes, well distributed in the rim to ensure satisfactory flushing’. 


(Page 11, clause 7.3, line 5) — Substitute ‘with/without grooves’ for ‘with grooves’. 


(CED 03) 
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